1 Think You Will Love This Music Too - Montage #125 


“Ferenc Fricsav (1914-1963)” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


All Works performed by /Oeuvres interpretees par 

RIAS-Symphonie-Orchester 

Ferenc Fricsay, conducting/direction 


Franz Joseph HAYDN (1732-1809) 

Symphony(ie) no.95 in C Minor/en ut mineur, Flob. 

1:95 


00:00 

1. Allegro moderato 


06:26 

II. Andante cantabile 


11:53 

III. Menuet e Trio 


16:46 

IV. Finale: Vivace 



Wolfgang Amadeus MOZART (1756-1791) 

Great Mass in C Minor/Grande Messe en ut mineur, 

K. 427 

[Live Performance/Prestation publique: 29-09-1959] 

Maria Stader, Soprano 

Hertha Topper, Mezzo-Soprano 

Ernst Haefliger, tenor/tenor 

Ivan Sardi, bass/basse 

St. Hedwig’s Choir, Karl Forster,Choir 
Director/chef des choeurs 

20:17 

1. Kyrie 


27:49 

II. Gloria 


56:15 

III. Credo 


68:24 

IV. Sanctus 


72:16 

V. Benedictus 



(Total - 79:05) 



















